METROPOLITAN PIER AND EXPOSITION AUTHORITY 

JUNE MEETING NOTICE 


For the month of June 2018, the following meeting of the Board of the 
Metropolitan Pier and Exposition Authority has been scheduled. All 

meetings will be held at the MPEA Corporate Center, 301 East Cermak 
Road ' Corporate Board Room, 5th Floor, Chicago, IL 60616, unless 
otherwise noted. 


TUESDAY, JUNE 19TH 

9:00 AM 





